DOCKETED ITEMS       63

9005160203 Proposes workshop on 900620-21 in King of Prussia.PA to promote better
understanding of NRC insp program.Proposed agenda.w/keynote speakers & outline
for breakout sessions encl.

KANE.W.F. Region 1, Ofc of the Director. 90/05/04. MILTENBERGER.S. Public Serv-
ice Electric & Gas Co. of New Jersey. 4pp. 53851:357-53851:360.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005220121 Requests that util submit Westinghouse reassessment of response to NRC
Bulletin 88-002, "Rapidly Propagating Fatigue Cracks in Steam Generator Tubes" to
enable NRC to complete review of bulletin.

STONE.J.C. Project Directorate I-2. 90/05/10. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 2pp, 53879:329-53879:333.

9005220156 Responds to NRC 900404 Itr re violations noted in Insp Repts 50-272/90-
05 & 50-311/90-05.Corrective actionrsafety evaluation performed per 10CFR50.59 &
temporary mod package has been initiated to document configuration change.
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 90/05/14. Document
Control Branch (Document Control Desk). 6pp. 53902:315-53902:320.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9004250087 "1989 Annual Environ Operating Rept (Non-Radiological)." W/900417 Itr.
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/12/31.
25pp. 53597:141-53597:165.

9005070235 "Artificial Island Radiological Environ Monitoring Program for Salem Gener-
ating Station Units 1 & 2 & Hope Creek Generating Station.1989 Annual Radiological
Environ Operating Rept." W/900430 Itr.

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 89/12/31.
179pp. 53732:001-53732:179.

9005020332 "Discharge Monitoring Rept for Mar 1990." W/900424 Itr.
MILLER.LK.   Public  Service   Electric   &   Gas  Co.   of   New  Jersey.   90/03/31.
CAPORALE.G. New Jersey. State of. 21pp. 53674:220-53674:241.

9005180058 Monthly operating rept for Apr 1990 for Salem Unit 1.WV 900511 Itr.
ORTICELLE.A., MILLER.LK. Public Service Electric & Gas Co. of New Jersey. 90/04/
30. 9pp. 53860:223-53860:231.

9005160322 LER 90-013-00:on 900410,radiation monitoring sys Channel 1R12A spiked
into alarm,resulting in ESF actuation signal. Caused by failure of electrical signal con-
nectors &/or electronic circuit connections.Repairs made.W/900509 Itr.
POLLACK.M.J., MILLER.LK. Public Service Electric & Gas Co. of New Jersey. 90/05/
09. 5pp. 53864:053-53864:057.

9005230327 Special Rept 90-01 :on 900411,seven fire barrier penetrations.four relay
room penetrations & three 100-ft corridor unit common penetrations impaired for more
than 7 days.Hourly fire watch established.

MILLER.LK. Public Service Electric & Gas Co. of New Jersey. 90/05/18. Document
Control Branch (Document Control Desk). 3pp. 53907:350-53907:352.
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F. Security, medical, emergency & fire protection plans

9005170109 Forwards public version of Rev 8 to Corporate Response Plan Implement-
ing Procedure 4.3, "Radiological Analysis & Protection."

WOMACK.LF. Pacific Gas & Electric Co. 90/03/20. Document Control Branch (Docu-
ment Control Desk). 5pp. 53857:323-53857:342.

-9005170115 Public version of Rev 8 to Corporate Emergency Response Plan Imple-
menting Procedure 4.3. "Radiological Analysis & Protection."
* Pacific Gas & Electric Co. 90/02/20. 14pp. 53857:328-53857:342.

9004250164 Responds to NRC 900207 Itr re violations noted in Insp Repts 50-275/89-
33 & 50-323/89-33.Corrective actions:smoke detectors provided for partial coverage
of RHR removal pump & HXs in Fire Areas 3-B-1.3-B-2.3-D-1 & 3-D-2.
SHIFFER.J.D. Pacific Gas & Electric Co. 90/04/16. Document Control Branch (Docu-
ment Control Desk). 71pp. 53599:208-53599:277.

9005100037 Forwards public version of Rev 9 to Corporate Emergency Response Plan
4.3. "Radiological Analyses & Protection."

WOMACK.LF. Pacific Gas & Electric Co. 90/04/26. Document Control Branch (Docu-
ment Control Desk). 2pp. 53795:008-53795:057.

-9005100044 Rev 9 to Corporate Emergency Response Plan 4.3. "Radiological Analy-
ses & Protection."
SHIFFER.J.D. Pacific Gas & Electric Co. 90/04/26. 48pp, 53795:010-53795:057.

9005150206 Forwards Rev 17 to physical security plan.Rev withheld (ref 10CFR73.21).
SHIFFER.J.D. Pacific Gas & Electric Co. 90/05/10. Document Control Branch (Docu-
ment Control Desk). 1p. 53851:141-53851:141.

9005220049 Forwards response to violations noted in Insp Repts 50-275/90-02 & 50-
323/90-02 re unauthorized individuals gaining access to vital areas & failure to protect
safeguards matl.Response withheld.

SHIFFER.J.D. Pacific Gas & Electric Co. 90/05/17. Document Control Branch (Docu-
ment Control Desk). 1p. 53879:334-53879:334.

9005230211 Advises that 891113 response to Generic Ltr 89-07, "Power Reactor Safe-
guards Contingency Planning for Surface Vehicle Bombs," satisfactory.
ROOD.H. Project Directorate V. 90/05/18. SHIFFER.J.D. Pacific Gas & Electric Co.
3pp. 53907:358-53907:360.

S. Reportable occurrences, LERs ft related correspondence

9004260152 LER 90-007-00:on 900321 .found Tech Spec surveillance for containment
spray not performed historically.Root cause of event attributed to past inadequate ad-
ministrative controls. Administrative procedure revised.W/900411 Itr.
POLLACK.MJ., MILLER.LK. Public Service Electric & Gas Co. of New Jersey. 90/04/
11. 5pp. 53602:072-53602:076.

9005010173 LER 90-008-00:on 900327,controlled shutdown commenced.per Tech Spec
action statement due to inoperability of safeguards equipment controls cabinet
1 A.Caused by equipment failure.Spare chassis installed.W/900425 Itr.
POLLACK.M.J.. MILLER.LK. Public Service Electric & Gas Co. of New Jersey. 90/04/
25. 7pp. 53663:238-53663:244.

9005070358 LER 90-010-00:on 900403.reactor trip signal initiated due to lo-lp level in
steam generator 12.Caused by personnel error. Event reviewed by operations dept
mat & personnel involved held accountable.W/900425 Itr.

POLLACK.M.J.. MILLER.LK. Public Service Electric & Gas Co. of New Jersey. 90/04/
25. 6pp. 53753:305-53753:310.

9005070109 LER 90-009-00:on 900328,main steamline isolation signal actuated during
performance  of  Channel  I   main   steamline  flow  calibr.Caused   by  inadequate
procedure.Main steamline flow detector calibr procedure revised.W/900427 Itr.
POLLACK.M.J., MILLER.LK. Public Service Electric & Gas Co. of New Jersey. 90/04/
27. 5pp. 53664:068-53664:072.

9005070251 Part 21 rept re shaft-to-pinion key failures in Limitorque actuators.lnittally
reported on 900424.Caused by reduction of cross-sectional area & ultimate propaga-
tion of cracks. Util intends to replace keys in actuators w/keys of steel.
M1LTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 90/04/27. Doc-
ument Control Branch (Document Control Desk). 5pp. 53746:215-53746:219.

9005090368 LER 90-011-00:on 900406,turbine trip & feedwater isolation actuation oc-
curred on steam generator 14 hi-hi level. Caused by equipment failure.Valve stem on
valve 12TB10 polished & adjusted.W/900503 Itr.

POLLACK.MJ.. MILLER.LK. Public Service Electric & Gas Co. of New Jersey. 90/05/
03. 5pp. 53754:048-53754:052.

9005110218 LER 90-012-OOron 900409,reactor trip on steam generator 12 lo-lo level
occurred.Caused by equipment failure.Steam generator 12 governor valve linkage
repaired.W/900509 Itr.

POLLACK.M.J.. MILLER.LK. Public Service Electric & Gas Co. of New Jersey. 90/05/
09. 5pp. 53767:120-53767:124.

9005110226 Supplemental Special Rept 88-3-21:on 880720 fire barriers impaired for
greater than 7 days on listed dates.Caused by difficulty to reach location.Hourly fire
watch will continue until all fire protection concerns re areas resolved.
MILLER.LK. Public Service Electric & Gas Co. of New Jersey. 90/05/09. Document
Control Branch (Document Control Desk). 13pp. 53818:314-53818:326.

P. Operating license stage documents & correspondence

9004260163 Forwards response to questions on geology/seismology/ geophysics/tec-
tonics in long-term seismic program final rept. Proprietary data withheld (ref
10CFR2.790).W/one oversize drawing.

SHIFFER.J.D. Pacific Gas & Electric Co. 90/04/02. Document Control Branch (Docu-
ment Control Desk). 200pp. 53594:160-53595:042.

9003300128 Suppl 1 to Generic Ltr 89-13 to ail holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9005010014 Forwards responses to remaining NRC 890801 & 1013 questions & com-
ments re long-term seismic program final rept.Response to Question 16 contains pro-
prietary geophysical data & withheld (ref lOCFR2.790(a)(9)).W/five oversize drawings.
SHIFFER.J.D. Pacific Gas & Electric Co. 90/04/13. Document Control Branch (Docu-
ment Control Desk). 2pp. 53635:003-53635:330.

9004270112 Forwards comments on draft Order 90-09 re monitoring & reporting pro-

PlJRTADO.V.C. Pacific Gas & Electric Co. 90/04/20. LEONARD W. California. State
of. 9pp. 53634:340-53634:348.

9004300176 Forwards Amends 52 & 51 to Licenses DPR-80 & DPR-82. respectively &
safety evaluation.Amends change scheduled date for removal of boron injection tank
from Unit 2.

ROOD.H. Project Directorate V. 90/04/20. SHIFFER.J. Pacific Gas & Electric Co. 3pp.
53664:264-53664:279.

-9004300183 Amends 52 & 51 to Licenses DPR-80 & DPR-82,respectively. changing
scheduled date for removal of boron injection tank from Unit 2.
BEVAN.R. Project Directorate V. 90/04/20.10pp. 53664:267-53664:276.

-9004300185 Safety evaluation supporting Amends 52 & 51 to Licenses DPR-80 &
DPR-82,respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/20. 3pp.
53664:277-53664:279.

9005010278 Ack receipt of 900313 Itr requesting exemption from 10CFR26 on behalf of
certain employees at plant.

PARTLOW.J.G.    Associate    Director    for    Projects    (Post    870411).    90/04/23.
SHIFFER.J.D. Pacific Gas & Electric Co. 1p. 53677:259-53677:274.

-9005010283 Requests exemption from requirements of 10CFR26 re fitness-for-duty
programs.final rule & statement of policy for employees at plant.
DALZELLJ. International Brotherhood of Electrical Workers. 90/03/13. CHILK.SJ.
Office of the Secretary of the Commission. 2pp. 53677:260-53677:261.Fatigue Cracks in Steam Generator Tubes."
